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Foreword 

This Ethiopian Standard has been prepared under the direction of the Technical Committee for Cereals, pulses and derived 
products (TC 11) and published by the Ethiopian Standards Agency (ESA). 

The standard is a reaffirmation for reprint of the Ethiopian Standard ES 662:2001, Barley malt (mash) - determination of 
saccharification time, with some editorial changes without altering the technical content in the former text. 



ETHIOPIAN STANDARD ES 662: 2001 



Barley malt (mash) — Determination of saccharification time 

1 Scope 

This Ethiopian Standard specifies the method for the determination of saccharification time of mash. 

2 Normative references 

The following standards contain provisions which, through reference in this text, constitute provisions of this 
Ethiopian Standard. At the time of publication, the editions indicated were valid. All standards are subject to 
revision, and parties to agreements based on this Ethiopian Standard are encouraged to investigate the possibility 
of applying the most recent editions of the Ethiopian Standards indicated below. Registers of currently valid 
standards are maintained in the Quality and Standards Authority of Ethiopia. 

ES ISO 6644:2001 , Cereals and milled cereal products-Automatic sampling by mechanical means. 

ES ISO 1 3690:2001 , Cereals, pulses and milled products - Sampling of static batches. 

3 Sampling 

Sampling of mash shall be carried out in accordance with ES ISO 13690 or ES ISO 6644. 

4 Procedure 

The procedure indicated up to subsection 5.2 of ES 659 shall be carried out. Ten minutes after the mash has 
reached 70°C, a drop of mash shall be transferred with thin glass rod (of about 3 mm diameter) on to an absorbent 
gypsum plate or into a cavity of porcelain plate and treated with a drop of 0.01 N iodine solution on gypsum plate or 
with a drop of 0.02 N iodine solution of porcelain plate. Tests shall be made at 5.7 and 10 minutes after 70°C is 
reached and thereafter, if necessary, at 5 minutes intervals. Saccharification shall be considered complete when 
the test drop and iodine solution produces only yellow stain on gypsum or porcelain plate, saccharification time 
shall be reported in minutes. 

5 Expression of result 

Saccharification time shall be expressed as follows: 

Under 10 minutes, 10-15 minutes and so on. If saccharification is not complete after an hour, this shall be stated in 
the test report 

6 Test report 

The test report shall include the following information 

a) reference to this standard; 

b) the results and method of expression used, and all information necessary for complete identification of the 
sample ; and 

c) any unusual features noted during determination. 
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Organization and Objectives 

The Ethiopian Standards Agency (ESA) is the national standards body of Ethiopia 
established in 2010 based on regulation No. 193/20 10. ESA is established due to the 
restructuring of Quality and Standards Authority of Ethiopia (QSAE) which was 
established in 1970. 

ESA ^s objectives are:- 

<♦ Develop Ethiopian standards and establish a system that enable to 

check weather goods and services are in compliance with the 

required standards, 
♦ Facilitate the country's technology transfer through the use of 

standards, 
<♦ Develop national standards for local products and services so as to 

make them competitive in the international market. 

Ethiopian Standards 

The Ethiopian Standards are developed by national technical committees which are 
composed of different stakeholders consisting of educational Institutions, research 
institutes, government organizations, certification, inspection, and testing 
organizations, regulatory bodies, consumer association etc. The requirements and/ 
or recommendations contained in Ethiopian Standards are consensus based that 
reflects the interest of the TC representatives and also of comments received from 
the public and other sources. Ethiopian Standards are approved by the National 
Standardization Council and are kept under continuous review after publication and 
updated regularly to take account of latest scientific and technological changes. 
Orders for all Ethiopian Standards, International Standard and ASTM standards, 
including electronic versions, should be addressed to the Documentation and 
Publication Team at the Head office and Branch (Liaisons) offices. A catalogue of 
Ethiopian Standards is also available freely and can be accessed in from our 
website. 

ESA has the copyright of all its publications. No part of these publications may be 
reproduced in any form without the prior permission in writing of ESA. 
International Involvement 

ESA, representing Ethiopia, is a member of the International Organization for 
Standardization (ISO), and Codex Alimentarius Commission (CODEX). It also 
maintains close working relations with the international Electro-technical 
Commission (lEC) and American Society for Testing and Materials (ASTM) .It is a 
founding member of the African Regional Organization for standardization 
(ARSO). 



More Information ? 
Contact us at the following address. 

The Head Office of ESA is at Addis Ababa. 

Son- 646 06 85, Oil- 646 05 65 
1^011-646 08 80 
IHI 2310 Addis Ababa, Ethiopia 
E-mail: info@ethiostandards. org. 
Website: www. ethiostandards. org 
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